173.  'ANCIENT WATCH-TOWER T. IX, TUN-HUANG LIMES, SEEN FROM

NORTII-WKST.

174,   RUINED WATCH-TOWER T. X, TUN-IIUANt; LliMKS, SEIiN FROM